Work Order ID 59195 
May 27, 2010 2:39:22 PM 


ГІШ ГЕ 


Раре 1 


Hei. 007794 ЖЕГІ seee see ТГ 
Revision ID: 
Hem Name: Рае sto» | ЇЇ 
Start Date: — 5/27/10 ан Qty: 2.00 ШІШ Cust Item ID: 
Required Date: 5/27/10 Req'd Qty: 2.00 |! ІІІ Customer: 
Reference: 
0 22-2 Run Start (ІШІ 
Approvals: Process Plan: | À Date: Tooling: 5 - Dat: 2 

ос: Date: БРС(ҮЛ: рме: ШЕТІ 
Sequence ID/ | | И 7 Operation | С | Set Up/ Тоо 10  Tool& Plan Accept А Reject Reject id Insp. 
Work Center ID Description ` Run Hours Code Qty Qty Number Stamp 

Draw №г _ Revision Nbr EMEN ME | Е Ра ана 
D3779 Rev A 
100 = оо Е l 
ІШІШ ЕЕ Жа $7-21. 2 
Waterjet Memo 0.00 
FLOW CNC Waterjet l-Cut as per Dwg 03779 L1Dwg Rv. ДЕ  UProg Rev: [ 02- 
Deburr if necessary Ф? 

110 QC2- Inspect parts off machine FAI/FAIB 0.00 i 
ШШШ O RSN 
QC Memo 0.00 
Quality Control 


120 
ІШІ! 
QC 


Quality Control 


QCS8- Inspect parts - second check 


Memo 


m 


Work Order ID 59195 
May 27, 2010 2:39:22 PM 


Item ID: 03779-3 
Revision ID: 


SEU HAIR ЕСЕ 


Packaging 


Шет Мате: Phe | зо UL 
Start Date: — 5/27/10 Start Qty: 2.00 ШЇ Cust Нет ID: 
Required Date: 5/27/10 Req'd Qty: 2.00 |!!! Customer: 
Reference: | 
Ин я M | 

Approvals: Process Plan: _ Вас 0 _ Tooling: __ Date: 2 

"MEN: i SPC(YN: рае EE 
Sequence ID/ Operation | Set Up/ ToolID Тооі# Plan Reject Reject Insp. l 
Work Center ID Description Run Hours Qty Number Stamp 
130 Chemical Conversion Coat per QS1005 4.1 0.00 A | 
[ПТ i N Q Ж oss. 
Hand Finishing 
140 QC3- Inspect Part Finish 0.00 
ПЩЩ | А wlosksi с + есес 
QC Memo 0.00 
Quality Control 
150 Identify as per dwg & Stock Location: ү; | 0.00 | Б 
ШИ 655: 31 (82 
Packaging Memo 0.00 


Work Order ID 59195 
Мау 27, 2010 2:39:23 PM 


ІІПІШІГ 


Раре 3 


Mens 097793 ЕСТ ГЕ 
Revision ID: 
ieni Naines. FI stop MUNDIN 
Start Date: 5/27/10 Start Qty: 2.00 ІІ ІІ Cust Item ID: 
Required Date: 5/27/10 Req'd Qty: 2.00 ІІІ Customer: 
Reference: 
nap" Run Start ШІ 

Approvals: Process Plan: 20 Date: Tooling: ER Date: 

0. рме SPC (Y/N): Date: е ШІЛ 
Sequence ID/ Operation. Е Set Up/ Tool ID Tool£ Plan - Accept Reject Reject Insp. 
Work Center ID Description Run Hours Code Qty Qty Number Stamp 
160 QC21- Final Inspection - Work Order Release 0.00 | 
ШІШІ TREE г, leel 2y 
QC Memo 0.00 
Quality Control 


(2-0-0 
ib ^d 


Picklist Print | 
May 27, 2010 2:39:21 PM 
Work Order ID: 39193 ШШШ 
rou. а, DAMNARI 


Parent Item Name: Plate 


Start Date: 5/27/10 Required Date: 5/27/10 
Comments: IPP RevA 08-07-21 newissue DD verified by:ec Start Qty: 2.00 Required Qty: 2.00 
Component Item ID/ і Replacement Mfg/ a Bin Primary | Last S /— Route. | Unit of. | Qty оп А Qty б Kit Total Qty M Date Status 
Item Name Item ID Purch Item Location Location Seq ID Measure Hand Qty Issued Issued 
M6061 T6S.050 -Purchased No 000064 39.5000 - ы: 
ШШІІШШШІШІ Bos] 
6061-T6 .050 Sheet 
Location Loc Qty Loc Code 
МАТ21 39.5 СЭ) 
110791 4.5 
113216 32 UIW 
17349 


DART AEROSPACE LTD 


ү xl re cert 
Description: Plate Part Number: D3779-3 
аны уы ы ы = у a Шел = 


Inspection Dwg: D3779 


Rev: A 


БЕРЫ ЕН 
Page 1 of 1 


FIRST ARTICLE INSPECTION CHECKLIST 


[ x ] First Article 


[| Prototype 


Comments 


SM d Tolerance AA Accept Method ot 
Dimension Dimension Inspection 
20.098 +0.004/-0.001 | lo» Y | 
0.40 %/-0.030 "tg oe 
0.40 */-0.030 AG to 
2.300 +/-0.010 > |> 
3.10 +/-0.030 240% | 
4.100 +/-0.010 yaoi  [7- EE 
4.100 +/-0.010 “Іш ж 
9.00 +/-0.030 Ж E 
0.050 +/-0.010 
Меаѕигеа бу: R Д Audited by: 
Date: (0-95-24 
| Rev | Date | Change 
08.08.01 | New Issue 


HAFORMSQuality Аѕѕигапсе\арргочеа QAYFAI revD 


MI 
arv. | arv. КЕ 
ЖАЛЫ БАЛА PART NUMBER DESCRIPTION 
x D3779-041 (кес ASSEMBLY 
x |pa779-043 HANDLE ASSEMBLY 
25 TE Шақа” 
1 1. |03203-1 ene 
1 03779-1 PLATE 
1  |D3779-5 PLATE 
а | 4 
4 4  |MS20426AD10-8 RIVET, CSK 


D3779-041 HANDLE ASSEMBLY 
(EXTERIOR) 


D3779-3 DOUBLER PLATE 


w 
N 


D3779-043 HANDLE ASSEMBLY 


| КЕЧ 
і (INTERIOR) Е ій EAS 5) 


| ^ [wewissue 


REV. DESCRIPTION 
DESIGN 


DART AEROSPACE LTD 


DRAWN | S HAWKESBURY, ONTARIO, CANADA 


BY DATE 


CHECKED | DRAWING NO. REV. А 
MFG.APPR. | ; |D3779 SHEET 1 OF 4 
APPROVED T" HANDLE ASSEMBLY, sca 


CABIN SLIDING DOOR NTS 


тыз DOCUMENT S PRIVATE А 


COPYRIGHT € 2008 BY DART AEROSPACE LTD 
NO CONFIDENTIAL AND 85 SUPPLIED ON THÉ ELPRESS CONDITION THAT F 1S 


03779-1 
PLATE 


D3203-1 
HANDLE 


MS20426AD 10-8 
RIVET, CSK BOTH ENDS 


D3779-041 HANDLE ASSEMBLY 
(EXTERIOR) 


NOTES: 

1) MATERIAL: N/A 

2) FINISH: NONE 

3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 

4) UNITS: INCHES UNLESS OTHERWISE NOTED 

5) BREAK SHARP EDGES: N/A 

6) IDENTIFICATION: IDENTIFY WITH DART P/N "D3779-041" USING FINE POINT PERMANENT INK MARKER 
7) IDENTIFICATION: IDENTIFY WITH DART P/N "D3779-043" USING FINE POINT PERMANENT INK MARKER 
8) WEIGHT: 0.71 Ibs APPROX (-041) 

9) WEIGHT: 1.14 Ibs APPROX (-043) 


MS20426AD10-8 
RIVET, CSK BOTH ENDS 
4 


Ө © 


03203-1 
HANDLE 


Ө ©) 


D3779-5 
PLATE 


Aogas 


D3779-043 HANDLE ASSEMBLY 


(INTERIOR) 


ELEASED 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 


CHECKED 


| DRAWING NO. REV. A 


MFG. APPR. 


| D3779 SHEET 2 OF 4 


APPROVED 


HANDLE ASSEMBLY, sca 
CABIN SLIDING DOOR  . rs 


DATE 


080421. 


COINRIGHT. € 2008 BY DART. AEROSPACE LTO 
ти DOCUMENT i$ PRIVATE AND CONFIDENTIAL AMD IS SUPPUED ON за CONDITION THAT IT i$ 
кот TO RE USED TOR ANY PURPORT GA CORED OR ретке TO ANY OTHER PERSON ETE 
WANTEN PERMIS VON FROM DART AEROSPACE LTD. 


0.40 4.100 Ø0.191 - 20.193 THRU 


6PL 


Т 4.100 
(9) 


22 е (Ө) Š 5 
R0.40 
TYP 
сыға i эзчу медет» = али | 


@0.316- Ф0.322 THRU 
Ø0.515 - Ф0.525 X 100" CSK 
4PL 


6.960 
D3779-1 PLATE 


NOTES: 

1) MATERIAL: -1 PLATE: 
6061-T6 (OR 6061-T62) ALUMINUM SHEET, 0.125 THICK 
PER AMS-QQ-A-250/11 OR AMS 4025 OR AMS 4027 
REF DART SPEC М6061765.125 
-3 PLATE: 
6061-T6 (OR 6061-T62) ALUMINUM SHEET, 0.050 THICK 
PER AMS-QQ-A-250/11 OR AMS 4025 OR AMS 4027 
REF DART SPEC М6061765.050 


2) FINISH: CHEMICAL CONVERSION COAT PER DART QS! 005 4.1 

3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 

4) UNITS: INCHES UNLESS QTRERMSE TAR 

5) BREAK SHARP EDGES: 0.005 TO 0.010 

6) IDENTIFICATION: IDENTIFY WITH DART NPIN "D3779-3" USING FINE POINT PERMANENT INK MARKER 
(DO NOT IDENTIFY -1 & -5) 

7) WEIGHT: 0.14 Ibs FOR -3. 


60.385 - 20.395 X 100* CSK 


RO.40 


D3779-3 PLATE 


DART AEROSPACE LTD 


HAWKESBURY, ONTARIO, CANADA 


CHECKED DRAWING NO. REV. A 
|MFG.APPR. | APPR |] NW j| D3779 SHEET З OF 4 


ттЕ HANDLE ASSEMBLY, сл 
CABIN SLIDING DOOR NTS 


COPYRIGHT © 2008 BY DART AEROSPACE LTO 
CONF IEN DAL AND 1S SUPPUED ON T€ EIPRE 


опо де 


D 
R0.13 
TYP 8.60 
с 
90.316 - 00.322 THRU 
960.515 - 50.525 X 100* CSK 
TYP 
6.960 


D3779-5 PLATE 


NOTES: 

1) MATERIAL: -5 PLATE: 
6061-T6 (OR 6061-T62) ALUMINUM SHEET, 0.125 THICK 
PER AMS-QQ-A-250/11 OR AMS 4025 OR AMS 4027 
REF DART SPEC M6061T68.125 


A 2) FINISH: CHEMICAL CONVERSION COAT PER DART QSI 005 4.1 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: NONE 
7) WEIGHT: SEE SHEET 2 FOR ASSEMBLED WEIGHT 


D 
С 
N. 
Ah gz 0 | 
(Qu 
G 
DART AEROSPACE LTD А 


HAWKESBURY, ONTARIO, CANADA 


DRAWING NO. 


тте HANDLE ASSEMBLY, 


CABIN SLIDING DOOR 


COPYRIGHT © 2008 BY DART AEROSPACE LTO 
тыз DOCUMENT i$ PRIVATE AMO CONFIDENDAL AND i$ SUPPLIEO ON THE CYPRESS CONDITION THAT IT IS 
NOT ТО ВЕ USED FOR ANY PURPOSE OR COPEI OR COMM ЖОСА ТО ANY OTHER PERSON WITHOUT 
WRITTEN PERMIS SION FROM DART AEROSPACE LTD 


